To:  Alexandra  Vanaman[avanaman@csc.com] 

From:  Goodrich,  Donald 

Sent:  Wed  8/12/2015  2:12:24  PM 

Subject:  RE:  Region  08  | New  MAs 


Hi  AN,  at  this  point  the  MAs  were  set  up  as  the  backup  plan  if  the  current  contracted  lab  can’t 
fulfill  the  24hr  TAT  for  the  Animas  samples.  The  spill  response  team  will  likely  send  samples  to 

the  CLP  in  a few  weeks  after  the  Region  gets  the  critical  samples  analyzed  that  require  the  24hr 


Thanks,  Don 

Don  Goodrich 
US  EPA  Region  8 
office:  303-312-6687 
cell:  303-905-4024 


From:  Alexandra  Vanaman  [mailto:avanaman@csc.com] 
Sent:  Wednesday,  August  12,  2015  7:41  AM 
To:  Goodrich,  Donald 
Subject:  Region  08  | New  MAs 


Hi  Don, 

Does  the  Region  have  a plan  for  shipping  the  samples  to  the  CLP  labs?  If  you  do  not  have  a plan  for  how 
many  samples  will  be  shipping  per  day,  we  can  add  language  that  the  laboratory  should  close  the  SDGs 
daily. 

Thanks, 

ALEXANDRA  VANAMAN 

Environmental  Coordinator  - Regions  2,  8,  and  9 

CSC 

6361  Walker  Lane,  Alexandria  VA  22310 

Civil  Division  | (p)  703-461-2134  | avanaman@csc.com  I www.csc.com 

This  is  a PRIVATE  message.  If  you  are  not  the  intended  recipient,  please  delete  without  copying  and 
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kindly  advise  us  by  e-mail  of  the  mistake  in  delivery.  NOTE:  Regardless  of  content,  this  e-mail  shall  not 
operate  to  bind  CSC  to  any  order  or  other  contract  unless  pursuant  to  explicit  written  agreement  or 
government  initiative  expressly  permitting  the  use  of  e-mail  for  such  purpose. 
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